leo ROOMS 160 SHOWERS 

CAMBRIDGE HOTEL 

930 Michigan Ave. at 4th St. 

MIAMI BEACH 39, FLORIDA 

Centrally Located—Modern Comfortable Rooms 
Beautiful Lobby—Elevator—Patio 
Dining Room—Solarium—Moderate Rates— 

OPEN ALL TEAR 
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CAMBRIDGE HOTEL 

330 Michigan Ave. 
MIAMI BEACH, FLORIDA 




